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ORD/DDS&T CONFERENCE ROOM UTILIZATION - AMES CENTER BUILDING 


Month 

1970 

Ofc 

Room No. 

Personnel 

002 

607 

ord/dds&t 

m 

611 

717 

Jan. 

(21 Workdays = 168 hrs) 
Hours Used 

15.2 

74.58 

80.67 

89.92 

56.75 


* 

9.2 

44.4 

48.1 

53.5 

33.8 


Days Used 

7 

20 

20 

21 

15 


i . 



95,_3_ 

100.0 

71.4 

Feb. 

(19 Workdays = 152 hrs) 
Hours Used 

11.0 

58.5 

64.5 

98.17 

50.0 


$ 

7.25 

38.5 

42.4 

64.6 

32.9 


Days Used 

9 

17 

19 

17 

13 


i 

47.3 

89.5 

100.0 

89.5 

68.5 

Mar. 

(15 Workdays = 120 hrs) 
Hours Used 

16.0 

38.75 

44.25 

66.5 

37.0 


5 f> 

13-3 

32.4 

36.8 

55.4 

30.8 


Days Used 

7 

10 

15 

15 

12 


$ 

46.7 

66. 7 

100.0 

100.0 

80.0 

Total (55 Workdays = 440 hrs) 
Hours Used 

42.5 

171.83 

189.42 

254.59 

143.75 


i 

9-7 

39.0 

43.0 

58.0 

32.6 


Days Used 

23 

47 

54 

53 

40 


* 

41.8 

85.4 

98.2 

96.4 

72.7 


I25A 

725B 

32.75 

38.0 

19.5 

22.6 

14 

13 

66.7 

61.9 

50.0 

57.0 

32.9 

37.5 

16 

15 

84.2 

79.0 

37.25 

33-0 

31.0 

27.5 

14 

13 

93.3 

86.7 

120.0 

128.0 

27.3 

29.I 

44 

4l 

80.0 

80.0 


TOTAL 

ord/dds&t 

Assigned Space 


372.6? 

37.0 

103 

81.8 


378.17 

41.4 

97 

85.0 


256.75 

35.7 

79 

8 ?. 8 


1007. 59 
38.2 


Note: Period of Study 

1 Jan-20 Mar 1970 

<fo = Utilization Rate of Hours Used or Days Used 
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